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1.0 General Information 


The purpose of this information is to provide the specification for a product whose 
primary purpose is the reproduction of video information for one or more viewers. 

This reproduction of this information is to be accomplished via a direct-view CRT 
monitor. This document provides the minimum specifications for this device. 

The performance comparison of displays is not only technical in nature, but is also 
subjective to the user, when viewed in the final display environment. It is 
recommended that devices meeting the requirements of this specification be 
compared in the user’s application and environment, if possible. 

2.0 Description 

This product shall be classified as a direct-view CRT color monitor, or broadcast 
display. This device shall be directly compatible with video sources, without the use 
of external devices to provide this compatibility. 

This device shall employ the use of an HR Trinitron CRT for optimum display of high- 
resolution sources. 

Encased in a durable metal casing, this device shall employ a shape that allows for 
rack mounting in a 19” EIA standard rack, using an optional rackmount kit. 

3.0 Source Compatibility / Suitability for Application 

This device shall be directly compatible with the following sources: 

Component Video (50 or 60 Hz) 

RGB Video (50 or 60 Hz) 

4.0 User Interface / Controllability Information 

Control of this device shall be accomplished through one of the following methods: 

Parallel Remote Control 
RS-485 Serial Control 

The optional parallel remote control shall provide access to all monitor setup 
functions. 

The serial control jack shall employ the use of a standardized device control 
protocol that is understood by external control unit available as an accessory. This 


control jack shall accept bi-directional serial commands that provide full control over 
the device. 

All monitor control functions shall be available for control through the serial control 
jack. This jack shall be capable of connection to an optional serial controller that is 
capable of controlling up to 32 monitors. This optional controller shall be capable of 
storing monitor settings using a Type II PCMCIA flash card. 

5.0 Performance Specifications 

This device shall employ the use of an HR Trinitron CRT with a minimum CRT 
resolution of 800 lines. The CRT shall employ the use of SMPTE-C phosphors. 

This device shall be equipped with color temperature alignment system for easy set- 
up with industry standard color analyzers. 

This device shall employ built-in auto setup, allowing for automatic adjustment of 
chroma and phase. 

This device shall provide color temperature stability using a beam current feedback 
circuit. 

This device shall employ on-screen display of time code for editing and duplication 
references. 

This device shall support switchable aspect ratios of 4:3 and 1 6:9. 

6.0 Dimensional Information 

This device shall employ the use of a 14” diagonal (13.1 3” viewable) CRT. 

This device shall have maximum cabinet dimensions of 1 1 .1 3 inches high by 1 3.63 
inches wide and 20.88 inches deep. 

This device shall not weigh more than 51 pounds. 

7.0 Connectivity Information 

This device shall provide for direct connection of a single source device, and shall 
be built with expansion capabilities (2 slots) for additional source devices, with a 
maximum of 13 directly connected sources. This connection shall include the 
following: 

Component Video or RGB Video on BNC Connectors with loop-through 


Optional source connections shall include the following: 

Composite Video on a BNC Connector with loop-through 
S-Video on two BNC Connectors with loop-through 
Component Video or RGB Video on BNC Connectors with loop-through 
SDI Video on a BNC Connector with loop-through 

8.0 Power Requirements 

This device shall accept power at 1 00 - 240 VAC at either 50 or 60 Hz. 

This device shall consume no more than 1 45 watts. 

Power to this device shall be supplied via a detachable standard power cord that 
readily available for replacement from local suppliers. 

9.0 Safety Compliance Information 

This device shall be fully compliant with the following standards: 

UL1950 
CSA950 (cUL) 

DHHS 
DNHW 
FCC Class A 
IC Class A 

10.0 Warranty Information 

This device shall carry a 2-year manufacturer’s warranty. Authorized servicing 
dealers of the devices’ manufacturer shall perform warranty service. 


